AMENDMENT NO. 1 AUGUST 2023 
TO 


IS 2418 (Part 2) : 2018 TUBULAR FLUORESCENT LAMPS FOR 
GENERAL LIGHTING SERVICE 


PART 2 PERFORMANCE REQUIREMENTS 


( Second Revision ) 


(Page 5, Clause 7.8.3, Note 2) — Insert following new note at the end: 


‘3 In the event of tests being required to assess the rated life of the lamp, after complying with the above, the 
tests shall be extended to 70 percent of the rated life. The luminous flux of individual lamps shall be not less 
than the value indicated on the relevant lamp data sheet.’ 


(ETD 23) 
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